DRS DETAINEE PHOTO HISTORY REPORT 

Detainee: AWAD/AL BADRY, IBRAH_ISN#: US9IZ-157911 Cl_Sequence: 157911 

Date: 2012/03/20 Institution: CAMP ADDER HOLDING FACILITY User: 
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